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plan, with projections on all sides, containing the door and
niches, and the usual structures at the two angles formed
by the front projection and the wall of the temple. Each
side of the square measures only 34 inches, but the height
of the temple is more than 8 feet. The roof looks like a
truncated pyramid, consisting of a succession of four receding
horizontal stages, square in shape and sharply differentiated
from one another by a deeply sunken part. Above the fourth
stage is a plain broad square block slightly tapering upwards,
which supported the crowning ornament. The three lower
stages of the roof were formed of broad horizontal bands
decorated with scroll-work and heavy antefix ornaments both
in the middle and the corner. The decoration of the fourth
stage was somewhat different. The images found among
the rnins indicate that the temple was Saivite in character.
The temple is to be dated in 1301 A. D,, as this date is
inscribed on one of the two altars standing on the same high
and broad platform on which the temple stands.

Very little now remains of the palaces and temples that
once adorned the city of Majapahit. The most notable
monument in the vast area of its ruins is the gateway, like
South-Indian Gopuram, at Bajang-ratu1 (PL XXIX, Fig. 1),
about 54 ft. high. The central structure, which alone remains
in a fair state of preservation, is built on the model of a
temple, square in plan with projections on all sides. On
the north and south these projections are covered by the
doorway while in the other two directions there are the usual
niches. The most interesting feature of the building is the
roof which has been preserved almost in its entirety* It
consists of a succession of fourteen horizontal stages, eactc
only a little smaller than and slightly set back behind the
one below, so that the whole structure has a pyramidal shape.
The lowest two stages of the roof consist of flat bands with
relief. The two above them consist of a series of five moulded
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